had an accident while riding the belt, but Green said that his
injury was the result of his own negligence, because he was on
his knees while riding on the belt and looked behind him to say
something to the miner behind him.  When Green turned back to
face the direction the belt was traveling, he was hit in the
face and received a cut on the bridge of his nose which required
a few stitches.  Green missed the rest of that day at work be-
cause of the accident and doesn't consider the accident some-
thing that shows an unsafe belt conveyor.

Green, in the capacity of safety man, had not received any
complaints from any of the miners as to lack of safety for rid-
ing the belts or for any other type of safety problem.  Green
said that on the Friday following the Thursday when Young was
informed that he had been discharged, that Young angrily said
to him, "You call yourself a safety director letting men ride
these belts?"  Green said he felt Young was so upset and argu-
mentative at that time, that he just walked away to get his
knee pads and made no attempt to answer Young's allegation.

Randy Evans testified that he told Young that Green was
the union safety man on Friday morning, when Young mentioned
the belts to him, after Young had been discharged.  Evans also
stated that the Barn Branch Mine was the safest mine in which
he had ever worked.  Moreover, Evans stated that Young told him
that the real reason Teshon fired Young was that Teshon was
afraid that Young would get Teshon's job,

Young contended there was a sign outside the mine to the
effect that the belts were not intended to be used for mantrip
purposes.  Fee, the general manager, said the sign was old and
applied at one time when the belt structures and crossbars in
the first part of the belt entry did fail to provide 18 inches
of clearance.  But Fee says the crossbars near the surface were
gradually removed until none exist there now and that a low pro-
file 9-inch belt structure was also installed.  Teshon addition-
ally stated that they shot out some slag in the mine roof to
open up the No. 2 belt so that miners could ride the belts all
the way from the mine entrance to the face area, as shown on
Exhibit A.

Wilburn Hale was the operator of the Wilcox continuous-
mining machine and had run a Wilcox miner for a total of 13
years.  Hale said he told the section foreman the motor in the
Wilcox miner was burned out and needed replacing,  Young was
called to work on the machine and Hale was surprised at how
little Young knew about checking motors and was especially crit-
ical of Young's failure to bring an ohmmeter to test the motor.

Robert Housley was a repairman at the Barn Branch Mine and
was a certified foreman.  He performed a preshift of all belter to represent him.
